Product measurements 


Measurements are provided by our suppliers. Product measurements may vary by up to 2" (5 cm). 


Pro tip! Measure one of your products at home and compare with the measurements you see in this guide. 


SIZE LABEL 


XL 


2XL 


Product measurements may vary by up to 2° (5 cm). 


A Length 


Place the end of the tape beside the collar at the top of the tee (Highest 
Point Shoulder) Pull the tape measure to the bottom of the shirt. 


B Width 


Place the end of the tape at the seam under the sleeve and pull the tape 
measure across the shirt to the seam under the opposite sleeve. 


LENGTH 


66 


686 


n 


737 


76.2 


WIDTH 


457 


508 


55 


60 


65 


